156 Glocken bells 


Extra laut! 
extremely loud! 


Für E-Bikes! 
For E-Bikes! 


Widek Messing-Glocke 
„mit edlem Klang” 


Material: Messing / Kunststoff 
Größe: ca. 55 mm 
Passend für Lenker-@ 22,2 mm 


#160 00700 verchromt 
#160 07400 schwarz 
VE = 12/144 Stück 


Widek Stahl-Glocke 


Material: Stahl / Kunststoff 
Größe: ca. 55 mm 
Passend für Lenker-@ 22,2 mm 


#160 009 00 verchromt 


#160 07300 schwarz 
VE = 24/144 Stück 


Hochfrequenz-Glocke 


Material: Messing / Kunststoff 
Größe: ca. 34 mm 
Klöppel: 360° drehbar 


Passend für Lenker-@ 22,2 mm 


# 160 194 00 
VE = 20/120 Stück 


Mini Glocke „Alu” 

Material: Aluminium / Kunststoff 
Farbe: silber 

Größe: ® ca. 38 mm 


Durch die vertikale Montage auch für E-Bikes 
geeignet - Anbringung unter dem Display! 


#160 21900 VE = 20/200 Stück 


Mini-Glocke „Eco” 

Material: Aluminium / Kunststoff 
Größe: ca. 35 mm 

Passend für Lenker-@ 22,2 mm 


#160 12700 schwarz 


VE = 20/200 Stück 


Midi-Glocke 


Material: Aluminium / Kunststoff 
Größe: ca. 40 mm 
Passend für Lenker-@ 22,2 mm 


# 160 138 00 
VE = 20/200 Stück 


Widek Brass-Bell „with full sound” 


Material: brass / plastic 
Size: approx. 55 mm 
Suitable for handlebar-Q 22.2 mm 


# 160 00700 CP 
#160 07400 black 
Unit = 12/144 pieces 


Widek Steel-Bell 


Material: steel / plastik 
Size: approx. 55 mm 
Suitable for handlebar-Q 22.2 mm 


# 160 00900 CP 


#160 07300 black 
Unit = 24/144 pieces 


High Frequency Bell 


Material: brass / plastic 
Size: approx. 34 mm 
Lever: 360° turnable 


Suitable for handlebar-@ 22.2 mm 


# 160 194 00 
Unit = 20/120 pieces 


Mini Bell „Alu” 


Material: aluminium / plastic 
Colour: silver 
Size: ® approx. 38 mm 


Due to vertical assembling also suitable for E-Bikes - 
assembling below display! 


#160 21900 Unit = 20/200 pieces 


Mini-Bell „Eco” 

Material: aluminium / plastic 
Size: approx. 35 mm 
Suitable for handlebar-@ 22.2 mm 
#160 12700 black 


Unit = 20/200 pieces 


Midi-Bell 
Material: aluminium / plastic 
Size: approx. 40 mm 


Suitable for handlebar-® 22.2 mm 


# 160 138 00 
Unit = 20/200 pieces 
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